NEW PRICES OF 


SLOCOMB 


MICROMETERS AND 
END MEASURES 


OCTOBER, 1915 
CATALOGUE No. 14 
ENGLISH EDITION 


HE J. T. SLOCOMB CO. have 

unfortunately found it necessary 
to increase the prices of _ their 
Micrometers and End Measures 


These new prices cancel those printed 
in the No. 14 Catalogue . - : 


Prices of other tools remain as before 
f=) 


CHARLES CHURCHILL «C°P 
9-15 Leonard Street, LONDON, E.C. 


BIRMINGHAM, MANCHESTER, GLASGOW, 
NEWCASTLE -ON-TYNE, AND BRISTOL 


iam SLOCOMB MICROMETERS ~<J 


Micrometers 
New Price, 
Page. Micro. No. Size. without Friction Stop. 
10 22 4/7 
11 24 Paper 18/9 
12 26M 25 ™/m 20/10 
13-15 26 1 in. 20/10 
16, 17 25 ie 16/8 
18 27 yuS 16/8 
19 28 Bl 20/10 
Friction Stop, 2/1 extra, as before. 
General List, Page 21 
Size. Price. Size. Price. Size. Price. | Size. | Price. 
Ins. Ins. Ins. ins. — 
4 22/11| 10 39/7. 15 | 60/5 | 20 | 83/4 
5 25/ Il 41/8 | 16 64/7 | 21 87/6 
6 | 29/2 | 12 47/11) 17 | 70/10] 22) 9178 
i 33/4 13 52/1 18 | 75/ 23 = 95/10 
8 35/5 14 56/3 | 19 | 79/2 24 ~=©100/ 
9 37/6 ) . 


Nos., 51 52 53 


Prices, £7 10 0 £8 6 8 §9 7 6 


Screw Thread Micrometer, No. 29, Pag 
Nos., 229A 29B 29G 29D 
Prices, 18/9 20/10 20/10 22/11 


Screw Thread Micrometer, No. 39, 
Nos., 30A 30C 30 E 30G 
Prices, 22/11 27/1 27/1 27/1 

For larger size, add 12/6 to list on reg 


NoOs., 3i A 
Prices, 14/7 


168 16/8 1 


aad SLOCOMB MICROMETERS =| 


Micrometer Sets 
Nos. 18 and 21, ho id and 29 


Without Friction mere 54 * £2 19 7 
With 5 . a 3 5 10 
No. 19, Page 30 
Without Friction Stops, -- .- £7 10 0 
With Res F, er 8 2 6 
No. 22, Page 31 
Without Friction aa . -- £24 0 10 
With - a 25 5 10 
No. 20, Page 32 
Without Friction wesc .- -- £23 6 3 
With Fe ~ 24 11 3 
No. 24, Page 33 
Without Friction ae z. .. ‘S252 eae 
With 4 Sad 25 14 7 
No. 26, Page 34 
Without Friction — < -- £36 5 O 
With - : a 36 17 6 - 
No. 28, Pose 3 35 
Without Friction Stops, -- .- £60 2 1 
With . _ a Sc .- A 61 7 1 
Sets of Inside and Outside Micrometers, Page 40 
Nos., . as 105 106 
Prices, .. £1 17 6 £1 17 6 £3 15 0 J 


Standard End Measures, Page 45 


ize. | Price. . Size. 


Ft ee | 


ro 4 


